DART AEROSPACE LTD Work Order: 


Description: Center Panel PartNumber: | _D3650-3_ | 


Inspection Dwg: D3650 Rev: E Page 1 of 1 
FIRST ARTICLE INSPECTION CHECKLIST 
Drawing a Z Actual , Method of 
Tolerance Accept | Reject Comments 
Dimension Dimension Inspection 
0.276 ~ seoor | 
0.213 [| +/-0.010 
0.400 +/-0.010 
0.85 +/-0.030 
12.900 +/-0.010 | 
| 4.300 +/-0.010 
: 13.750 +/-0.010 
| 15.46 +/-0.030 
| 1.947 +/-0.010 
5.894 +/-0.010 
8.267 +/-0.010 ir 
2.286 +/-0.010 Po 
7.190 +/-0.010 
9.570 | +/-0.010 =i | J 
10.650 | +/-0.010 =] 
12.097 +/-0.010 
10.509 +/-0.010 il 
0.040 +/-0.010 | 
i 


Measured by: 
Date: 


Revised by Approved 


Change 
New Issue 


Dwg Rev updated 
Dimensions updated per Dwg Rev D 
Dimensions updated per Dwg Rev E 
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